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XXVI IL On the parallax of the Jixed stars. By John Pond, 

Eiq. Astrofiomer Royal. 

Head June 26, 1817. 

In a former Paper on the subject of parallax, I mentioned 
my intention of prosecuting this investigation by means of 
fixed telescopes on a new construction, and which I conceived 
were better adapted to this purpose, than any other instru- 
ment liitherto employed. One of these was directed to 
^ Aquilse, the other to a Cygni. Both instruments have 
answered the intended purpose. The observations of ^ 
Aquilse were interrupted by some alterations which I found it 
necessary to make In the construction of the instrument ; but 
those of a Cygni have been continued without intermission 
from the month of January to the present time. 

Strictly speaking, a much longer period would be required 
(even with a perfect instrument) to determine either the ex- 
act quantity of parallax, in case it could be discovered, or the 
limit which it does not exceed, should it prove to be too small 
to be susceptible of observation ; since the uncertainty in the 
annual variation of each star, bears a considerable proportion 
to the quantity to be investigated. 

Notwithstanding, however, this very small uncertainty 
which future observation alone can remove, it appears to me 
that the observations already obtained, afford a proof suffi- 
ciently satisfactory, that the discordances which formed the 
subject of my last communication, must have had some other 
cause than parallax. 
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Though the method I have adopted in this investigation is 
extremely ^itnple, lanft not aware that It has been ever era- 
ployed before. I do not attempt to refer the position of the 
star whose parallax is to be ascertained to any point deter- 
rnined by a level or plumb line, but by means of a micro- 
rneter within the telescope I measure only its difference of 
dechnation from some other star which passes through the 
same field; the telescope itself being securely fixed on a 
stone pier. The star chosen for this purpose shpuld differ 
as much as possible in right ascension from the star whose 
parallax is to be investigated, that the results may be affected 
by the sum of the parallaxes of both stars. It should like- 
wise be sufficiently bright to be visible even when it passes 
the meridian at noon, otherwise the observations mast neces- 
sarily be subject to a period of interruption at the very time 
they would be of the most importance. Should the difference 
of declination of the two stars exceed 8 or lo minutes, it will 
be advisable to apply a double micrometer to the telescope; 
that is, a micrometer having two moveable wires^ such as 
have been made for some years past by Mr. Troughtoh^ 
and are, I believe, familiar to most astronomers of this 
country/* 

The star I have selected is /3 Aurigae, and the annexed ob- 
servations from Jan. 21st, to May 16th, will show to what a 
very singular degree of precision results may be obtained. 

* As Mr. Trough ton's numerous avocations could not have permitted him to 
satisfy my impatience, which made me very anxious not to lose a season, the instru- 
ment was made by Mr. Dollon d.^ It was executed in great haste (being completed 
in less than three weeks); every part of it, nevertheless, is finished with such care and 
precision, that I regard it as a most valuable acquisition to the Observatory, and 
ivorthy to hold a place in a collection of instruments, which I believe cannot h& 
equalled in Europe. 
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Risult qf ^J^ observations a. Cygni compared with Aurigce^ 
from Qist January i8i^^, to the i6th of May, 
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(X. Cygni + jQ Auriga 

Jan. 8lt97+ 9-7^5 = i7-902 

8.295 + 9-673 = 17-968 J8.Q49 4- 9.757 = 18.006 

8 ^55 + 9-892 = 18.147 J 

7.913+10.058 = 17.971 j 

8.225+ 9-966=: 18.191 |8.i33+ 9.861=17.994 

8.269, + 9.560 = 17.832> 

8.047 + io>o72 = 18.119 



May 7.553 + 10.536 = 18.089 
7.213 + 10.812 = 18.025 



7.604+ 10.473== 18.077 



As it so happens that (JCygni and 6 Aurigse pass through the 
jfield of the telescope, they have likewise been observed. 

Observations of these stars cannot be made directly useful 
in investigating the parallax of u Cygni, but may be of some 
importance in determining other equations; they likewise 
serve to show the limits of error to which the instrument 

may be liable. 

The above observations do not include the extreme posi- 
tions of the star in which it arrives at its maximum and 
minimum of parallax. As it appeared desirable to extend 
the period of observation as much as possible, I requested 
permission to insert the continuation of them to the time the 
impression of my Paper was required to complete the volume. 
They are therefore continued to the s 1 st of September, at which 
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time the summer observations may be presumed to terminate. 
Beyond this period, the observations rather belong to the 
autumnal or neutral state of parallax. 

On the result of the observations thus continued, I beg 
leave to add the followTOg remarks. 

If the total number of observations be divided into three 
periods according to the state of the combined parallax, the 
result will appear to be as follows. 

Winter Observations. Rev. ^^ Rev. 

28flAurig8e3S+ 9.811J ""^ '" * 

Neutral Rev. ,, Rev ^ 



9.6 cc Cygni 24 + 7-g^o 
29 /3 Aurig^S5 + 10.044, 



their sum 59 + ^1-^^^ 



Summer Rev. ^^ Rev» \^ 

S.. Cygni -4+S-34°l,h^i^^„^ 59 + ,8.,6s 

22 /3 Auriga 35 4- 14*825 I 

The summer of this year has proved the most unfavourable 
for observation of any I recollect for several years- Many 
of the observations of jS Aurig^e were extremely unsatisfac- 
tory. Notwithstanding this, I do not consider the small 
discordance of o'^2 in the total distance of the two stars in a 
direction contrary to the effect of parallax as accidental, but 
trust that in time I shall discover the cause. For the present, 
however, I am willing to attribute it to error of observation. 
Now, even in this most unfavourable point of view, I think 
we may venture to infer, that (supposing the proportion of 
parallax of each star not to differ greatly from their degree of 
brightness) the mean place of either of them is never deranged 
by parallax above one tenth of a second^ because such a de- 
viation would produce, by its double effect on each star, a 
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total discordance of nearly o'',g, which I really think exceeds 
the limits of my uncertainty.* 

Should the parallax of ^ Cygni be admitted to be insensi- 
ble, it would follow from the observations with the mural 
circle, that it was equally so in cc Lyrse and y Draconis, as these 
stars have assiduously been observed during a period of 5 or 6 
jesLYB, without any perceptible difference at opposite seasons. 

Of cc. Aquilse, I cannot speak with the same confidence, but 
as I propose to make my observations of this star the subject 
of a separate communication, I need not now anticipate it, 
and shall only observe, that in a star so far from the Zenith, 
it would be rather unsafe to ascribe any small discordance to 
parallax, except confirmed in brighter stars more advan- 
tageously situated for observation. 

Table I. Contains all the observations made with the in- 
strument corrected for the usual equations, ^ Aurigae is, ob- 
served on the northern ware, the other three stars on the 
southern wire. 

Table IL Contains the results arranged in three series. 

Table IIL Contains in a similar manner the results of ot 
Cygni and I Cygni, but the early observations of S Cygni are 
not to be relied on, the star being scarcely visible from its 
vicinity to the sun, the uncertainty I think does not exceed 
q"\^5. It is evident that they both have the same parallax. 

Tables IV. and V. Give the coefficient of parallax, and 
require no explanation. 

* This very small uncertainty may, I think, be somewhat diminished by the fol* 
lowing consideration : the mean of all the observations in March, April, September, 
and October, should give the summer distance of these two stars under any theory 
either of parallax or annual motion. Now the mean of 50 observations in these 
months is i8''^i5. The exact coincidence of this quantity with that found by actual 
observation, indicates that the small discordance above noticed is not accidental, but 
in its progress is something similar to annual variation. 

In the case of the Pole star, I find an annual variation that cannot be deduced 
from any comparison of distant observations* 
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TABLE I. 
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57^03 
58,12 



f These obseryations I consider useless^ the star beiiig too near the sun. It was not quite invisible, but was less than 
the diameter of the wire* This may be remedied another year by the substitution of a cobweb. About this time likewise , 
the instrument was much deranged by extreme heat. 
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Jan. 21, to March i8. 
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1 8.03 



Mean Result 
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// // 

12 Rev.4.5,287. 
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The winter observations of ^ Cygni are very far from satisfactory ; the image of the star, 
from its vicinity to the sun, was smaller than the diameter of the micrometer wire, and it 
could not therefore be accurately bisected. 
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Mr. Pond on the parallax of the fixed stars. 



TABLES IV. and V. 

Table IV. Showing the effect of parallax on « Cygni, 



21 June j 


««*^ 0>78 4" 


21 Dec* 


I July 


o.Bs 


1 Jan, 


II 


o,88 


II 


21 


0,90 


21 


I Aug. 


0,88 


I Feb. 


H 


0,84 


11 


21 


0,77 


21 


1 Sep, 


0,68 


I Mar. 


II 


M7 


II 


21 


0^43 


21 


1 Oct. 


0,29 


I April 


If 


<«»*- 0,14 4" 


II 


21 


-4- o.oi -— 


21 


I Nov. 


0^17 


I May 


II 


0,3a 


11 


21 


0^46 


21 


I Dec» 


0,58 


I June 


II 


o>70 


II 


ai 


4-0,78 — 


21 



Table V. Showing the effect of the combined parallax oj a Cygni 

and (i Aurigce. 



21 June 


// 
1,15 


21 Dec. 


I July 


I>21 


I Jan, 


II 


x^33 


II 


^1 


1^20 


21 


I Aug. 


i>i3 


I Feb. 


II 


1.05 


11 


21 

I Sep. 
II 


0,92 

0^77 
0^60 


I Mar. 
II 


"21 

i I Oct. 


««- Oj20 4* 


21 
I April 


in. 


Q^OO 


II 


21 
1 I Nov. 

j II 


«JL> >P^22 *"*« j 
0.41 1 
0,60 


21 
I May 

II 

1* 


21 
s Dec. 


0,77 

o,gz 


21 
1 June 


II 


1,07 


II 


1 21 


i>i5 


21 



111 the above Tables the semi-annual parallax of each star is supposed equal to 

one second. 



